MODULE 5-1

LESSON TOPIC 5-1-4B

OVERVIEW

LESSON TOPIC 5-1-4B
INSTALLATION AND INSPECTION OF AIRCRAFT AVIONICS SYSTEMS, PART 2

Inspections are considered to be the heart of any preventative maintenance
program. Minor discrepancies are detected and corrected before they have
a chance to develop into major, time-consuming discrepancies.

System reliability and life of the equipment is improved due to the
inspections as well as the continuation of safety for the pilot, crew,
and aircraft.

After completion of this lesson you will be able to:

1.   From a list, select the purpose for performing an inspection on an
avionics system.

2.   'torn a list, select the reference technicians use to perform inspections

3.   From a list, select the discrepancies technicians look for while
performing visual inspections.

4.   From a list, select the type(s) of inspections performed on an
avionics system.

NOTE:  Unless otherwise stated in the learning objective, all objectives
for this lesson topic are.to be completed to 100% accuracy.

Prior to beginning this lesson topic, carefully review the "List of
Study Resources" provided.  Keep in mind that your learning supervisor
can be your most valuable learning resource. Always feel free to
consult him.if you have problems or questions.tem is
